Unknown 





to the possible user. 


FISON 10,5,12,12,14 
4ymm sideways 
Cat. No.207.2 
Issues Reported Postmarks 
Queen Victoria Ipswich. 
S.G. 168 2d rose. Mint & used. Earliest 23.12.80 
ld lilac Latest : - - 09 
Jubilee Yd, 1%d, 4d, 5d. 
King Edward V11 d green 
Unknown 
FISON 8,5,10,10,13 
4ymm. sideways 
Cat. No. 207.1 
Issues Reported Postmarks 
King George V Bury St. Edmunds 
1922 1d 
Photo 1%d 17.5.30 
King Edward VIII od 
King George V1 %d, 1d 
1940 Centenary od 
NOTE: It is realised that although the Suffolk postmarks point 


From local knowledge it is regretted 


that this is not sufficient evidence to identify the correct FISON. 


BUCHANAN'S FLOUR MILLS LIMITED 





FLOUR 7,6,8,8,10 
34mm. sideways 


Cat. No. 251.1 


From positive evidence supplied by members it is known that 


this is a telegraphic address perfin. 


Further details will be 


found in Section 3, Page TN/F1l (to be published later). 


Unknown 


FLOUR 8,7,10,10,12 


54mm. sideways 
Cat. No. 251.2 


Nothing was reported by those members 


11 & 12/79/Page 6 


returning worksheets. 


FN/F1 


